85               MUTINY MEM01KS*    ,
That no time was lost is evidenced by
the fact that one breaching battery of
six heavy guns, within seven hundred
yards of the Moree Bastion, was finished
and armed on the evening of the 6th, and
began its work of destruction on the 7th*